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"A  BETTER  WAY 
OF  LIFE" 

Richmond  Technical  College  is  an  "open-door"  institute.  To  some 
people,  this  means  an  open  door  to  a  brighter  future  or  A  BETTER 
WAY  OF  LIFE. 

There  are  many  people  in  this  community  that  haven't  received  a 
high  school  diploma.  RTC  has  several  courses  offering  a  second 
chance  for  that  diploma.  These  courses  give  an  opportunity  to  open 
the  door  to  some  of  the  available  jobs  in  and  around  the  county. 
Having  returned  to  school  and  earned  a  high  school  diploma  gives  a 
person  a  sense  of  pride  in  their  achievement.  Self-confidence  is  the 
key  ingredient  for  A  BETTER  WAY  OF  LIFE. 

There  are  people  who  like  to  learn  something  new,  something  to  get 
them  out  of  the  rut  of  home — to  the  job — and  back  home  again.  RTC 
offers  a  wide  variety  of  subjects  to  study  in  its  Continuing  Education 
Programs.  In  this  program,  one  could  learn  anything  from  CPR  to 
Self-Defense  or  even  flower  arrangement.  The  Continuing  Education 
Program  gives  one  the  chance  to  better  his  community  which  leads  to 
A  BETTER  WAY  OF  LIFE. 

For  those  who  may  be  a  recent  high  school  graduate  and  would 
like  to  further  their  education  in  a  particular  field,  RTC  offers  many 
majors  to  choose  from.  If  one  cannot  find  a  major  that  fits  his 
particular  interest,  then  he  may  take  General  Education  which  offers 
the  student  some  classes  in  each  of  the  Technical  Curriculums. 

RTC  does  everything  possible  to  serve  its  community  and  supporters 
by  offering  a  wide  variety  of  educational  choices  to  open  door  to  A 
BETTER  WAY  OF  LIFE. 


"Kay,  I  told  you  not  to  drink  that  stuff!" 


"What  do  you  mean  you  need  fingerprints?" 


DEDICATION 


The  1985  "Valiant"  is  dedicated  to  two  women  who 
have  been  a  special  part  of  Richmond  Technical  College. 
They  are  the  women  whom  students  can  trust  and  love 
because  they  always  give  their  all  and  are  willing  to  go 
that  extra  mile  for  not  only  the  students,  but  also  the 
school. 


We  are  certainly  encouraged  by  these  women  and  hope 
they  will  continue  to  be  that  "Special"  part  of  Richmond 
Technical  College.  We  love  you — 

Ms.  Jennipher  Love 

and 

Ms.  Lee  Opata 


7/  it  were  not  for 
the  people  listed  below, 

you  would  not  have 

this  yearbook  this  early! 

Teresa  Rush 

Michael  McDuffie 

Jennipher  Love 

Jack  Thomas 


TEACHER  OF  THE  YEAR 
FULL-TIME 


We,  the  students  of 
Richmond  Technical  College, 
have  chosen  Mr.  Warner  Shew 
as  "Teacher  of  the  Year",  for 
his  outstanding  personality, 
and  commitment  to  his  school 
and  especially  his  students. 


He  takes  time  out  not  only 
to  listen,  but  also  to  explain 
thoroughly  when  it's  needed. 
Thank  you,  Mr.  Shew,  for 
being  "you." 
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TEACHER  OF  THE  YEAR 
PART-TIME 


We,  the  students  of 
Richmond  Technical  College, 
have  chosen  Mrs.  Lynn  Evans 
as  "Part-Time  Teacher  of  the 
Year"  for  her  understanding 
and  enthusiastic  way  of 
teaching. 


She  not  only  teaches  class, 
but  also  makes  class  fun  and 
exciting.  To  a  woman  who  has 
unbelievable  talents — 
CONGRA  TULA  TIONSH 


"Well,  I 
THOUGHT  I 
knew  everything!' 


"You're  from  the  planet  Sequk?" 


'Where's  the  FOOD!" 


"My  ears  are  turning  red!" 


'Darn  camera!  It  had  to  break  on  me!" 
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"I  can'f  believe  Michael  ate  the  whole  thing!" 


"This  damn  paper  never  tears  straight!: 


"Please,  guys,  don't  tell  me  another  goofy  story!' 
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"Hey!  Like  this  class  is  gonna  be  totally  awesome!' 


"1  beg  your  par- 
don! Debra  Ba- 
ker, not  Florence 
Johnson!" 
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Graduation  1984;  why  are  Linda  Wilson,  Gail  Bane,  and 
Alice  Bond  smiling?? 


Mrs.  Daggs  in  class!  Spell  it  write 
Reading  and  Righting;  Party  don't  study 
and  run  when  Mrs.  Daggs  reads  this! 
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ABOVE:  "Pucker  up!" 

LEFT:  "Like,  don't  we  look  awesome.' 
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"Those  were  the  days,  my  friend." 


20 


21 


"Will  the  yearbook  be  back  by  Halloween,  1988?" 
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MEMORIES 
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ACCOUNT- 
ING 

The  world  runs  on  money!  Those 
who  can  keep  track  of  it  are  valuable 
commodities  in  the  world's 
marketplace.  In  addition,  there  is 
tremendous  business  and  industrial 
expansion.  The  Accounting  program  at 
Richmond  Technical  College  offers  the 
student  the  opportunity  to  develop 
skills  in  a  career  field  with  unlimited 
opportunity  for  advancement  and 
income.  Upon  graduation  the 
accounting  graduate  will  be  equipped 
to  enter  the  fascinating  financial  world 
of  business,  industry,  education,  or 
government. 


Suzanne  Benoist 


Debbie  Bullard 


Grace  Dennis 


Pamela  Foster 


Charlaine  Gathings 
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Jenerette  Glass 


Russell  Grooms 


Elly  Jean  Gross 


Sue  Harrelson 


Scott  Hogan 


Ella  huggins 


Beverly  Hughart 


Renne  Key 


Kathy  hockey 
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Stanley  McDonald 


Anthony  McGee 


Mary  McKight 


Pam  Reynolds 


Wanda  Richardson 


Amanda  Ross 


We're  so  EXCITED! 
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AIR  CONDITIONING  &  REFRIGERATION 


The  air  conditioning,  heating,  and  refrigeration  mechanic  is  a  skilled  worker  who  installs,  maintains, 
services,  and  repair  environmental  control  systems  in  residences,  department  and  food  stores,  office 
buildings,  industries,  restaurants,  institutions  and  commercial  establishments.  Job  opportunities  exist  with 
companies  that  specialize  in  air  conditioning,  heating  and  commercial  refrigeration  installation  and 
servicing.  The  graduate  should  be  able  to  assist  in  installing  mechanical  equipment,  ductwork,  and 
electrical  controls  necessary  in  residential  and  commercial  projects.  With  experience  the  graduate  should  be 
able  to  service  various  air  conditioning,  heating,  and  refrigeration  components,  troubleshoot  systems,  and 
provide  preventive  maintenance  required  of  mechanical  equipment.  The  service  mechanic  is  employable  in 
the  areas  of  sales,  maintenance,  installation,  and  service  in  the  growing  field  of  air  conditioning,  heating, 
and  cooling. 


Eugene  Covington 


Carson  Davis 


Walter  Hart  Jr. 


William  Litton 


Kevin  Pattan 


Max  Walton 
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The  Richmond  Technical  College  Learning  Laboratories  are  study  facilities  utilizing  programmed  materials.  Students 
may  study  specific  subjects  or  prepare  for  the  general  educational  development  test. 


Bright,  Mary 


Carr,  Larry 
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Clark,  Anna 


Fisher,  Regina 


Morrison,  Etta 


Murphy,  Priscilla 
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ASSOCIATE        DEGREE 

NURSING 

Nursing — an  occupation  always  in  demand,  a  career  of  infinite  variety  and  growth  with  a 
tradition  of  respect.  Through  the  Associate  Degree  Nursing  curriculum  at  RTC,  you  can  acquire 
the  knowledge  and  skills  you  need  to  enter  this  time-honored  profession. 


Melissa  Gibson 


Cynthia  Hall 


Beverly  Hamilton 


Doris  Lesesne 
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Rena  Shan  McKeithen 


Beth  Meacham 


Morris  William 


Julia  Powell 


Billie  Priest 


Melbie  Smith 


Teresa  Thomas 


Laura  Tyler 


Dee  Ann  Wittig 
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AUTOMOTIVE 


MECHANICS 


Ours  is  a  mobile  society,  and  much  of  it  moves  by  automobile.  With  improvements  in  fuel  economy 
and  new  developments  in  sources  of  new  fuels  we. will  probably  depend  on  the  use  of  cars  and  trucks 
for  many  years.  Maintenance  and  preventive  maintenance  of  motor  vehicles  is  big  business.  You  can 
prepare  for  your  part  in  this  exciting  field  in  RTC's  Automotive  Mechanics  program. 


Charles  Dover 


Frank  Guyton 
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Bruce  Hart 


Alvhonzia  Hill 


James  Lane 


Clarence  Swinney 


William  Wilkerson 


Of  course  break  is  the  best  time  of  the  day! 


BUSINESS 


ADMINISTRATION 


George  Bourgeois 


Increasing  population  and 
industrial  development  in  North 
Carolina  has  made  business  more 
competitive  and  complex.  The 
better  opportunities  in  business 
will  be  fillled  by  students  with 
specialized  education  beyond  the 
high  school  level.  Richmond 
Technical  College's  Business 
Administration  Curriculum 
utilizes  a  practical  approach  to 
the  theories  involved  in  efficient 
management  and  prepares  the 
student  to  become  a  middle 
management  trainee  in  banking, 
retail  sales,  personnel 
management,  insurance, 
advertising,  and  the  travel, 
transportation  and 
communications  industries. 


Juanita  Bourgeois 


Parker  Bowers 


Avis  Bowman 


Dianne  Brigman 
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Melissa  Campbell 


Debra  Carter 


Rhonda  Clark 


Murl  Cockrell 


Pamela  Cox 


Robert  Driggers 


Teresa  Ellerbe 


Laurie  Foster 


Earline  Gandy 


Sandra  Griffin 


Kelly  Hawkins 
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Myra  Hunt 


Cynthia  Jeffery 


Vondell  Lee 


Jennifer  Legrand 


Melissa  Johnson 


Herlane  Locklear 


Jerry  Mallory 


Geraldine  Malloy 


Donavon  Maytwr 
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Betty  McBryde 


Gladys  McDougald 


Everett  morris 


Frank  Odom 


Catherine  Poole 


Doris  Powell 


Laura  Rivellese 


Michael  Rusich 


Stephanie  Schoonover 
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David  Smith 


Debra  Smith 


]immie  Smith 


Sylvia  Stewart 


Steve  Teglas 
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Bettie  Tew 


Patricia  Tillman 


Lisa  Toney 


Sandra  Wallace 


Helen  Ward 


Cheryl  Wells 


Absent  when 

pictures 
were  taken 


Nellie  Witherspoon 


William  Wright 
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CARPENTRY 


As  long  as  there  are  buildings,  there  will  be  a  need  for 
craftsmen  who  can  work  with  wood  and  wood  products 
made  by  nature  and  by  man.  Carpentry  is  a  trade  as  old 
as  civilization  and  as  modern  as  tomorrow.  At  Richmond 
Technical  College  you  can  acquire  the  knowledge  and  skills 
you  need  to  become  one  of  these  respected  craftsmen. 


James  Graham 


Jesse  Miles  Jr. 


Darren  Scott 


Willie  Zinnerman 


CRIMINAL 
JUSTICE 


A  democratic  society  needs  educated 
men  and  women  in  order  to  attain  the 
essential  idea  of  an  effective  and  equitable 
criminal  justice  system.  With  courses 
ranging  from  criminology  to  psychology, 
enforcement  and  corrections  to  law  and 
rehabilitation,  Richmond  Technical 
College's  Criminal  Justice  Curriculum 
provides  a  sound  basic  education  for  a 
career  in  modern  law  enforcement  and 
corrections. 
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Eric  Barnell 


Barbara  Baskins 


Shelia  Chambers 


Raymond  Collins 


Arthur  Ellerbe 
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Timothy  Franklin 


Ruthie  Graham 


Peggy  Ikner 


Vonzella  Ingram 


Donna  Jackson 
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Rosa  King 


Bessie  Locklear 
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Johnnie  Quick 


Patricia  Sears 


Jacqueline  Shoe 


Irene  Smith 


Kimberly  Taylor 


Tammy  Wright 
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DATA 
PROCESSING 


Few  career  opportunities  are  as  wide  open  and  promising  as  Electronic  Data  Processing. 
Three  and  a  half  million  men  and  women  are  needed  to  staff  computer  centers 
throughout  the  United  States.  Less  than  half  of  the  number  are  currently  enrolled  in 
educational  programs  which  will  prepare  them  for  careers  in  this  profitable,  sky-rocketing 
field.  In  the  Electronic  Data  Processing  curriculum,  you  will  work  with  automatic  data 
processing  equipment;  computer  programming;  procedures  for  planning  and  implementing 
data  processing  systems;  and  accounting  and  general  business  procedures.  When  you're 
finished,  you'll  have  the  knowledge  and  skills  for  a  career  with  an  unlimited  future. 


Angela  Clark 


Sharon  Davis 
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Carlo  Denson 


Geraldine  Dumas 


Susan  Garrison 


Bruce  Holden 


Pete  Howe 


Donna  Hudson 
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Michael  Huffman 


Irene  Hutchinson 


Phyllis  Ingram 


Sharon  Ivey 


Vicky  Lear 


Joni  Marley 


Diane  Moore 


Randy  Moore 


Richard  Norris 
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Deborah  Peterkin 


Renne  Pitchford 


Bobby  Porter 


Lisa  Prince 


James  Roscoe 


Teresa  Rush 


Phyllis  Sanderson 


Delmar  Shortt  Jr. 


James  Soles 


51 


Eleanor  Young 


Joan  Young 
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ELECTRONICS 


Whether  it's  electronic  technique,  electronic  service,  or  electronic 
installation  and  maintenance,  the  name  of  the  game  is 
ELECTRONICS.  The  electronics  laboratory  at  Richmond  Technical 
College  allows  not  only  the  electronic  technician  students  to 
practice  their  applications  in  design  and  development,  but  also  the 
electronic  servicing  students  to  repair  and  service  several  types  of 
equipment.  It  also  allows  the  electrical  wiring  students  to  practice 
on  the  installation  of  wiring.  These  are  three  wide-open  and 
expanding  fields  for  students  who  are  interested  in  electronics. 


Darrell  Blue 


Lorenzo  Bristow 


i  I! 

Michael  Campbell 
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Graylin  Covington 


Jeffrey  Cumber 


Douglas  Edwards 
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Olin  Gibson 


Perry  Hudson 


Garth  Jacobs 


Peter  Kivett 


Don  Lockey 


Richard  Mabe 


Alrechio  McLean 
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]ackie  Myers 


Tammie  Orr 


Darryl  Parnell 


John  Porter 


Glenn  Sims 


William  Smith 


George  Thompson 


David  Williams 
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EXECUTIVE 


SECRETARY 


Elizabeth  Austin 


An  Executive  Secretary  is  a 
principle  assistant  to  top 
management.  Indispensible  in  any 
successful  operation,  the  secretary 
can  work  in  business,  education, 
industry,  government,  or  service 
agencies.  The  executive 
secretary's  skills  and  abilities  are 
always  in  demand  and  can 
command  a  substantial  salary. 
Richmond  Technical  College's 
Executive  Secretary  instruction 
offers  you  the  opportunity  to 
learn  these  skills  and  discover 
your  abilities. 


Alice  Goodwin 


I 


Annette  Williamson 
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GENERAL 
EDUCATION 


The  General  Education  curriculum  at  RTC  provides  students  within  the  school's 
service  area  an  opportunity  to  earn  ninety-six  quarter  hours  of  college  credit  at  the 
technical  college  tuition  cost.  The  primary  purpose  of  the  General  Education 
curriculum  is  to  provide  two  years  of  general  education  for  those  persons  seeking 
this  type  of  educational  experience.  These  credits  also  prepare  students  for  a  variety 
of  baccalaureate  educational  programs  at  a  number  of  four  year  colleges  and 
universities.  This  curriculum  seeks  to  help  students  evaluate  information,  make 
informed  decisions,  communicate  clearly,  and  think  creatively. 


Pat  Bucner 


Lisa  Chavis 


Glenda  Diggs 


Cleo  Ferguson 


Mary  Freeman 
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Linda  Gallo 


Jackie  Howell 


Laura  Johns 


Michael  Jordan 


Tanya  Legrand 


Sandra  McNeill 


Myrna  Modelo 


Ann  Mullis 


Amanda  Otuel 
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Elizabeth  Parker 


Linda  Smith 


Audrey  Stevens 


Sharon  Strickland 


Michelle  Waters 


]oey  Watts 


Harold  Weaver 


Cathy  Wiggins 


Glenda  Wilson 
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GENERAL  OFFICE  SPECIALTY 
AND  TECHNOLOGY 


Are  you  interested  in  learning  the  basic  skills  necessary  for  general  office  work  in 
one  year?  If  so,  the  General  Office  Specialty  curriculum  is  designed  for  you.  Why 
not  contact  one  of  our  counselors  and  find  out  more  about  our  newest  secretarial 
program. 


Cowick,  Sylvia 
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Luanda  Dean 


Lottie  Dial 


Linda  Doolittle 


Frances  Gazoo 


Edwina  Harris 


Nellie  Harris 


Kathy  Kirk 
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Debra  Leckell 


Shelia  Lee 


Wanda  Leviner 


Barbara  Lindsey 


Faye  Mask 


Babbie  McGee 


Betty  McLaughlin 


Felisha  Monroe 


Joyce  Monroe 
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Judy  Rusich 


Beatrice  Sams 


Ruby  Shannon 


Bernetta  Spencer 


Myrtle  Steen 


Lisa  Talley 
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Lillie  Tyson 


Cheryl  Wall 


Renee  Washington 


Marlene  Webb 


Sharon  Williams 
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Alexander  Fairley 


Sander  Armstrong 


INDUSTRIAL 
MAINTE 


In  Industrial  Mainte- 
nance, you  learn  to  install, 
maintain,  and  repair 
electrical  and  mechanical 
equipment  used  by  industry. 
To  do  this,  you'll  learn  about 
blueprints,  operating  metal- 
working  machines,  how  to 
test  electrical  components, 
etc.  When  you're  through 
you're  ready  to  be  an 
electormechanical 
serviceman — which  means 
you  can  find  a  good  job  in 
industrial  maintenance. 


Tyrone  Alford 


Larry  Bennett 


Freddie  Bridges 


Don  Carter 


Robert  Deese 
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Thomas  Garrison 


Timothy  Legrand 


William  Graham 


Gregory  Haywood 


Alex  Leonard 


Wayne  Millen 


Timothy  Murphy 


James  Oxendine 


Larry  Pryce 
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Ernest  Wallace 


Richard  Walters 
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M  T 
A  S 
CHINI 


The  Machinist  is  industry's  most  highly  prized  craftsman.  The 
machinist's  essential  skills  and  knowledge  produce  work  which  is  not 
only  practical  but  also  beautiful  in  its  precision.  The  machinist  is  never 
dead-ended  in  a  boring  production  slot.  Moreover,  for  his  special  skills 
and  knowledge,  the  machinist  earns  rewards  in  pay,  status,  and  satisfac- 
tion. At  Richmond  Technical  College,  you  can  begin  a  challenging,  re- 
warding career  as  a  machinist  through  expert  instruction  and  versatile 
shop  experience.  The  machinist  trade  curriculum  is  definitely  for  those 
who  desire  a  skill  in  which  they  can  take  great  pride. 


Lee  Capps 


Sarah  Dawkins 


Tiny  Godwin 


James  Sowell 
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Osborne,  David 


Parmele,  Francis 


Putnam,  William 


The  complex  functioning  and 
growth  of  our  mechanized  society 
demands  more  and  more 
technicians  each  year.  To  meet 
this  demand,  the  Mechanical 


Technology  curriculum  teaches 
mechanical  drafting  and 
engineering  analysis  preparing 
the  graduate  for  a  profitable 
future  as  a  technologist  who  fills 


the  vital  gap  between  the 
engineer  and  the  production 
personnel.  Mechanical 
Technology  is  a  field  with  a 
future. 
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Ron  Shaw 


Michael  Smith 


Dwight  Swett 
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MASONRY 


The  mason  is  a  member  of  a  select  group  of  craftsmen  who  build 
for  the  future  with  the  skills  of  yesterday  and  tomorrow.  Whether  it's 
a  fireplace  or  a  condominium,  a  mason  is  the  artisan  whose  skill  and 
knowledge  are  vital.  At  Richmond  Technical  College  you  can  learn 
how  to  become  this  kind  of  craftsman. 


Etta  Everett 


John  Hamilton 


Stanley  Ingram 


Willie  Miles 


Michael  Morman 


Roger  Pemberton 
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PERSONAL 
ACHIEVEMENT 


The  Personal  Achievement  Curriculum  is  offered  to  those 
prospective  students  who  may  have  deficiencies  in  reading, 
grammar,  and  I  or  computation  or  for  those  students  who  have  a 
need  for  additional  basic  skills  prior  to  entering  a  regular 
curricular  program. 


Jamie  Cameron 


Evelyn  Clark 


Patricia  Clarke 


Olivia  Cooper 


Beverly  Davis 
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Antoinette  Ford 


Alice  Frazier 


Sarah  Han 


Deborah  Heard 


Fannie  Holt 


Donna  Hunt 


Vanessa  Johnson 
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Nelson  Kendall 


Pandy  Lewis 


Annette  Locklear 


Connie  Locklear 


Sallie  Long 


Annie  Malloy 


Keith  Martin 


Kathleen  McGregor 
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Benita  McRae 


Marie  Meachum 


Patricia  Mears 
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Robert  Mumford 


Lucy  Nash 


Lester  Nichols 


Gloria  Nicholson 


Wanda  Nicholson 


Robert  Obrien 
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Kim  Patterson 


Delois  Robinson 


Charles  Spencer 
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]ames  Spencer 


Michael  Thompson 


Francina  Tillman 


Melissa  Todd 


]ohn  Williams 
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Patsy  Bailey 


Connie  Barbe 


In  hospitals,  industrial  plants, 
doctor's  offices,  clinics  and  nursing 
homes,  the  Practical  Nurse  is  part  of 
the  medical  team  helping  people  to 
live,  providing  for  their  comfort,  and 
easing  their  pain.  Graduates  of 
Richmond  Technical  College's  Practical 
Nurse  Education  curriculum  are  eligible 
to  take  the  licensing  examination  from 
the  State  Board  of  Nursing  which  will 
allow  them  to  be  licensed  Practical 
Nurses. 


Seretha  Bullock 


Wanda  Craven 


Shelia  Green 


Mary  Harrington 
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Wanda  Lathan 


Abby  Locklear 


Barbara  Locklear 


Shelia  Minmall 


June  Smith 


Gloria  Terry 


Dee  Ann  Wittig 
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SPECIAL 
STUDENTS 


The  Special  Student  Program  at  Richmond  Technical  College  is 
a  program  developed  for  the  student  who  has  not  decided  on  a 
particular  curriculum  or  who  does  not  wish  to  pursue  a  degree 
or  diploma  at  Richmond  Technical  College.  Such  students  may 
take  up  to  15  quarter  credit  hours  without  declaring  a 
curriculum  but  must  maintain  an  overall  2.0  grade  average. 


Jon  Clemmons 


Kelly  Evans 


Kimberly  Reaves 
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VENDING 


The  Vending  Machine  Maintenance  curriculum  at  Richmond 
Technical  College  provides  graduates  the  skills  needed  to  install  and 
service  a  wide  variety  of  full-line  vending  machines.  Their  knowledge 
of  basic  electricity,  refrigeration,  plumbing,  welding,  and  coin 
mechanisms  prepares  them  to  troubleshoot  electrical  and  mechanical 
malfunctions. 


Bill  Adams 


Simmie  Barton 


Curtis  Bullard 


Earl  Capps 


Robert  Chappell 


Thomas  Deese 
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Jack  England 


James  Graham 


Billy  Harris 


Ashley  Loury 


Raymond  McMillan 


Donald  Smith 


Michael  Stogner 
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WELDING 


Edward  Boyle 


\ 


John  Gibson 


Without  the  welder,  nothing  fabricated 
with  metal  can  be  made.  From  jewelry 
to  massive  buildings,  from  undersea 
structures  to  space  stations,  the 
welder  is  essential.  Because  the 
welder  is  valuable,  he/she  can  earn 
money  for  his  or  her  time  and  respect 
for  his  or  her  skills.  Richmond 
Technical  College  offers  you  the 
instruction  and  shop  experience  you 
need  to  understand  the  principles, 
methods,  techniques,  and  skills  to 
start  a  career  as  a  welder  ...  a 
career  which  can  give  you  employment 
and  opportunity  for  the  future. 


Steve  Britt 


Governor  Graham 
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Anthony  McNair 


James  Terry 


Clayton  Wright 
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Advisors: 


Editor: 

Business  Editor 
Proof  Editor: 
Typist: 
Photographers: 


Jennipher  Love — PAC 

Jack  Thomas — Vending 

Michael  McDuffie — Counselor 

Teresa  Rush 

Gail  Bane 

Cathy  Wiggins 

Pamela  Foster 

Kelly  Evans 

Kay  Parker 

Cullen  Griffin 


In  this  annual,  the  1984-85  VALIANT,  we  have  strived 
for  a  publication  that  will  bring  back  memories  of  this 
school  year  for  the  faculty,  staff  and  students.  The  theme, 
"A  Better  Way  of  Life"  was  chosen  as  a  representation  of 
the  desires  of  individuals  at  RTC.  These  individuals  may 
be  students  striving  for  education,  teachers  striving  to 
educate,  or  administrators  and  staff  striving  to  organize, 
counsel,  and  expand  curriculums  for  school  improvement. 

At  this  time,  we  would  like  to  thank  all  the  people  who 
cared  and  devoted  their  time  to  this  publication. 
THANK  YOU 
THE  1984-85  VALIANT  STAFF 


84 


"SUPER  Recruiter" 
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Tom  has  a  brand  new  shop! 
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STUDENT  GOVERNMENT  ASSN. 
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77ie  Student  Government  Association  is  an  organization  designed  to  fulfill  the  needs  of  RTC  students  that  pertain  to 
improving  the  school.  The  SGA  provides  a  means  of  participation  in  school  activities  and  functions  for  all  students. 
Cookouts,  dances,  bloodmobiles,  and  other  various  activities  are  sponsored  by  the  SGA  for  the  enjoyment  of  the  students. 
All  students  are  encouraged  to  become  involved. 
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Advisors:  Naomi  Daggs,  Willie  Breeden  and  Katherine  Fisher 
Members:  Debra  Baker,  Kay  Brown,  Richard  Doctor,  Etta  Everett, 
Pearlena  Leggett,  Jessie  Miles,  Michael  Mormic,  Ruby 
Shannon,  Darren  Short,  and  James  Underwood. 

The  Afro-American  Club  was  organized  in  1973.  The  purposes  of  the 
club  are  to  improve  race  relations  and  to  create  greater  awareness  of 
Afro-American  heritage.  Membership  is  open  to  all  RTC  students. 
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BUSINESS 
CLUB 
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Members:  Debra  Baker,  Anita  Evans,  Ellie  Gross,  Irene  Hutchinson,  Rene  Key,  Pearlena  Leggett, 
Kathy  hockey,  Felisia  Monroe,  Shirley  McKenzie,  Rita  Rossi,  Michelle  Woodworth,  and 
Dianna  Worley. 


The  RTC  Business  Club  is  open  to  any  student  enrolled  in  business  studies.  The  purpose  of  the 
club  is  to  promote  the  knowledge  of  business  in  interested  students  who  plan  to  advance  into 
the  business  world. 


BUSINESS 
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BIBLE  CLUB 
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77/e  Bib/e  C/«b  is  an  organization  for  students  interested  in  Bible  study  and  Christian  fellowship.  This  club  enables 
these  students  to  study  and  discuss  various  religious  topics. 
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CRIMINAL 


JUSTICE 


CLUB 


ELECTRONICS 


TECHNOLOGY 


CLUB 


Bell  System 
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Members:  Teresa  Doby,  Patty  Elvis,  Melissa  Gibson,  Donna  Hargett,  Linda  King,  Susan 
Mclnnis,  Rena  McKeithen,  Melbie  Smith,  and  Teresa  Thomas 

The  Associated  Degree  Nursing  club  keeps  students  informed  of  lectures,  workshops,  and 
other  activities  offered  by  their  state  association.  During  the  beginning  of  the  academic  year, 
the  club  introduces  new  students  to  the  curriculum  with  a  banquet  oriented  at  the  James 
Nursing  Building  in  Hamlet. 
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The  Data  Processing  Club  is  open  to  students  enrolled  in  data 
processing  classes.  The  club  provides  information  for  the  members 
pertaining  to  data  processing  jobs  available  after  graduation  from 
Richmond  Technical  College.  The  club  also  provides  facts  of  the  history 
and  future  plans  for  the  computer  world. 


Advisor: 

Robert 

Blackwelder 
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Through  the  activities  offered  in  the  Practical  Nursing  Club,  students  are  given 
the  opportunity  to  explore  their  future  nursing  careers  and  plan  events  to  improve 
their  program  of  study.  Yearly  activities  often  include  a  Christmas  party  and  gifts 
for  the  residents  of  the  Morgan  Center,  located  on  the  lower  level  of  the  classroom 
building  in  Laurinburg.  Club  activities  are  also  used  to  unite  students  in  the  goal  of 
improved  and  more  advanced  practical  nursing  careers  in  the  present  and  future 
medical  fields. 
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Cathy  Wiggins 
Assistant 
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Head  Honcho 


Kenneth  Melvin 
President 
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TRUSTEES 


Hugh  Lee,  chairman 


Stephen  C.  Floyd 


Janet  Lindsey 


Walter  F.  Long  JV 


Wa/Jer  R.  Standi 


Giles  Cloninger,  MD 
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John  Page 


Herbert  E.  Bruce 


William  B.  Myrick 


ffefc 


John  E.  Forte 


Meg  Queen 


Harold  Williams 
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DIRECTORS 


David  Adeimy 


Ed  Dodd 


Diane  Honeycutt 


Robert  Street 


Jim  Chavis 


Ralph  Harris 


Emily  Hartzell 


Diana  Henshaw 
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"If  /  sit  here  very  quietly,  will  you  please  give  me  lots  of  curls!" 
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WHERE 


ARE 


YOUR 


CURLS? 
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Pat  Byrd 
Drafting 


Elizabeth  Hamilton 
PAC 


Neill  Graham 
Business  Admin. 
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Jennipher  Love 
PAC 


Metta  Hull 
Science 


Curtis  Moore 
Automotive 
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Mike  Rankin 
Electronics 


Charles  Richardson 
Electronics 


Robert  Ridgill 
Carpentry 
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Royce  Stutts 
Automotive 
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Robert  Williams 
Welding 
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David  Smith 
Heating,  Air  Conditioning,  and  Refrigeration 


Tom  Yates 
Electricity 
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YOU  MUST  HAVE 
BEEN  A 
BEAUTIFUL  BABY  .  . 


A  MALE  STRIPPER 
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Boom!  Boom! 
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■WILD  AND  WONDERFUL" 


113 


114 


115 


U6 


"1  LOVE  MY  JACK" 
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'■AREN'T  MEN  WONDERFUL?" 
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Compliments  Of 


L  'EGGS  PRODUCTS 


Sandhurst  Plant 


PHONE:  895-9041 
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Compliments  of  DANA  Corporation 

Precision  Control  Division 

Laurinburg,  N.C  28352 


Manufacturers  of 
Electronic  Automotive  Accessories 


STATE    FARM 


INSURANCE 


Gene  Davis,  Agent 

State  Farm  Ins. 

912  Long  Drive 

Rockingham,  N.C.  28379 

Phone:  895-2447 


Hamlet  Hardware 

28  Hamlet  Ave 

Hamlet,  N.C. 
Phone:  582-3674 


ALL  LINES  OF  INSURANCE 
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REASONABLE   RATES  -  RELIABLE   SERVICE   -  PREMIUM  FINANCING 

Bob  and  Kay  Dobbins 

617-A  East  Broad  Ave 

Rockingham,  N.C.  28379 

Phone:  (919)  997-6231 


INTERIOR  DESIGNS 


OFFICE  LANDSCAPING 


-AMERICAN 


613  BROAD  AVE  — 

FURNITURE      —      MACHINES 


GAIL  TUTTLE 
MGR 


ROCKINGHAM.  N.C.  28379 
SUPPLIES      —      PRINTING 


PH    919-9973304 
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/^i?^^^                Hillside  Florist 

W   /^^JfeStll                   2lfl  EdSt  Frdnklin  S>                Dial  885-2349 

C  Y^'    (fISiP     %                        Rockingham,  n.  C   28370 
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tri-City  Jewelers 

ROCKINGHAM,  N.  C.  28379 

• 

SYLVIA  CRENSHAW                                              SONNY  CRENSHAW 
019.895-3015 

BALLARD 

DISTRIBUTING 

COMPANY 

(bmel'b 

*y4ou>«H6  <vna     c?i£te 

101  RALEIGH  STREET 

Phone:  895-4078          503  Rockingham  Road 
ROCKINCHAM,  N.C. 

HAMLET  N.C. 

28345 
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JOE'S  FLORIST 
&  Gifts 


PHONE  582-3292 


219  MAIN  STREET 


HAMLET,  NORTH  CAROLINA  28345 


REESE  AND  JEAN  ANDERSON 


RICHMOND  PLAZA 
SHOPPING  CENTER 


ROCKINGHAM,  N.C. 


SCOTLAND 

SAVINGS  & 

LOAN  ASSOCIATION 

"ESTABLISHED  1923" 

DAILY  INTEREST 
COMPOUNDED  DAILY 

>r 

SCOTLAND  COUNTY'S  SAVINGS    ^WM^ 
HEADQUARTERS  ffi& 

CT 
WHERE  YOUR  MONEY  MAKES      J   * 
A  DIFFERENCE 

BORROW  ECONOMICALLY 

INVEST  SAFELY 


equal  nousiac 
LENDER 


rane 


276-2703 

505  S.  MAIN  ST 


JCPenney 


Congratulations  to 
the  class  of  85 

Richmond  Plaza 


Hours 
Monday-Saturday 
930  AM-900  PM 

Sunday 
100  PM-600  PM 
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PLAZA  JEWELERS' 


"Serving  the  area  for 
over  SO  years 

DIAMONDS 
BY  ORANGE  BLOSSOM  &  COLUMBIA 

WATCHES 

BY  LONGINES  •  CITIZEN  •  BULOVA 

JEWELRY   Sc   WATCH   REPAIRING 

OPEN  9:30  im-9:00  pm  6  DAYS 

"CALL" 

ROCKIHCHAM 
Plua  Jewflerj 

Rionmond  Plaia  Shopping  Centffr 
Rodcingtwi     --- 895-6762 


(919)895-9463 


Plaza  Sewing  Machine  Sales  &  Service 

AUTHORIZED  SINGER  &  RICCAR  DEALER 

WE  REPAIR  ALL  MAKE  &  MODEL  SEWING  MACHINES 

HOME  &  INDUSTRIAL 


BARRY  ALFANO 
Owner  &  Manager 


RICHMOND  PLAZA  SHOPPING  CTR 
ROCKINGHAM.  NC  28379 
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DAN  CURRIE 

Agent 

Sears,  Roebuck  and  Co.  Bldg 

Tri-City  Shopping  Center,  Rockingham,  NC  28379 

Bus  895-5272  •  Res.  582-4990 


Owners:  GOD,  Pam  and  Michael  Dyson 

DYSON'S  TIRE  CENTER 

235  Long  Drive  •  R'ham 


Shop:  895-6636 

htf^  an  frlT-"1(rT) 
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Compliments  of 
EAGLES  Store 


Richmond  Plaza  Shopping  Center 
Rockingham,  NC  28379  (919)  895-3652 


ARCHIE'S  ACE  HARDWARE  &  GARDEN  CENTER 

■  ,  613  LONG  DRIVE 

\ACE/  ROCKINGHAM,  N.C.  28379 


(919)895-5361 

"Everything  for  the  home,  garden  and  business." 


Congratulations  to 

RTC  Graduates 

RICHMOND  MEMORIAL  HOSPITAL 


].  M.  1SEMAN 


Compliments  of 
Bobby's  Pool  Room 

Rockingham,  N.C.  28379 


Compliments  of 
Mangum  Oil  Company 

Hamlet,  N.C.  28345 
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CCS 


DEAN  LOWERY 

President 


CAROLINA  COMPUTER  SYSTEMS 

COMPLETE  ON-PREMISE  COMPUTER  SYSTEMS  FOR  BANKS 


Licensee  for  Modern  Banking  Systems,  Inc. 

Tri-City  Shopping  Center 

P.O.  Box  893  Bus:  (919)  997-2512 

Rockingham,  N.C.  28379  Res:  (919)  582-1338 
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